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25X1 


L‘e are pleased to have this opportunity to offer you our Quo- 
tation for supplying the 8S-11A/3 Power sys tem components jja 
accordance with a request forwarded by yoir 1 25X1 

short time ago. 

It is assumed that these power units aro to operate the 
A&-11& and iU-HB equipment which is currently being developed 
fey our company, t\e have planned the units so that they will 
provide excellent operation of the BS-11A/B. 

£he lip-11, AC power supply has been planned to fit easily 
within the carrying case designed to hold the &S-11A/3 equip- 
ment, Otar present feeling is that through the use of hyper sil 
core material and light-weight ease, the weight and else can 
be kept about tho case as the battery B&-i26ty/0 * with its 
adapter unit, 

'5h© hand -cranked genera tor will be sad© of light weight 
material aM provision will be mad© to fold it into as small 
a package as possible. Consideration will fee given to the 
possibility of making this a foot-powered unit to save space 
mid make it possible for the operator to "pedal* this unit 
while operating his equipment. 

Hi© gasoline engine driven generator say well be lighter la 
weight than the hand-cranked unit. !‘c are planning to use a 
unit of revolutionary design made by the Special Purpose 
Eagin© Co* of Pew York. This unit has been designed for just 
the power range we require for this application and has cany 
features which insure long life and high dependability. 

A brief technical description of each of these units is 
attached • 


;!V- 
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Our quotations arc as follows % 

ism 1% 

A. 10 cash AS Power Supply , HF-ll 

Sc sign Engineering »•««**•*« t6,p®u»09 
^ ^ Materials and Cons Emotion Labor « * 

Tcfeol l*oi? 1® units ##*•••** 89 

Additional units §349.00 each 

B* 10 each Hand Cranked Generators, 'I®*-!! 

Design Engineering *•••»*•*« 66*000*0® 
Materials a M Labor* • •••«•*• • fe*6.l£«Q£ 

Total fey 10 units * '• '* * ’ « '* • *012,615*®® 

Additional Units 0661*50 each 

C« 10' each Gasoline Engine Generators 

Design Engineering **•••*•« *8 6,000*00 
Materials and Labor **®»**®» * . 1 2-* 0 7 ? » 03. 

Total for 10 units ******* *018,075*®® 

Additional units 01, SO?# 50 each 

ITEM II s ' 

Two sets manufacturing drawings, each equipment 
type* one sot to b© reproducible a ~ 

’ 01,200*00 

imi ms 

Tw sets Bill of Material, each equipment type, 
on© set to be r eprodu cibles - 

0600*00 

i Tm i n 

Fifteen each operation and maintenance manuals, ©aeh 
equipment type* (So be osalld-type printing)* 

Included In Item I above. 
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We propose that the appropriate tine to begin worts on these 
ae%? equipments tiould he domed lately after our B8-2JLA proto- 
type units have been submitted receives approval of your 
engineers « • After beginning work on these power supply units, 
t;e feel that 6 to 7 months will be required for completion. 

We are pleased to have this opportunity to bo of service to 


?©ry ' truly yours 


32G/2&® General Soles Manager 

k® 

Attac hEesto 


25X1 
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